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This manual describes the Signal Troposcatter Company (Light) and the Sig- 
nal Troposcatter aed (Heavy). It provides U.S. Army d UEa ie for the 


ter of operations and a AirLand Battle doctrine. 


Users of this manual are encouraged to submit recommended changes and 
comments to improve its clarity or accuracy. Relate comments to the specific 
page, paragraph, and line of text in which the change is recommended. Provide 
reasons for each comment to ensure understanding and complete 
Prepare comments on DA face 2028 (Recommended Changes to Publications 
and Blank Forms) and forward directly to the Commander, U.S. Army Signal 
Center and Fort Gordon, ATTN: ATZH-DTL, Fort Gordon. GA 30905-5070, 


with an information copy to the Commander, U.S. Army Information Systems 


Command (USAISC), ATTN: AS-PLN-RM, Fort Huachuca, AZ 85613-5000. 
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This manual is oriented toward its primary target audience which includes 
the commander and personnel assigned to both Signal Troposcatter Compa- 
nies, commanders and staffs of Theater Signal Brigades, and the commander 
and staff of a Theater Communications Command (Army). It is also of interest 
to a secondary audience that includes major Army commands and Army ser- 
vice schools. 


Communications equipment quantities and types specified in this manual may 
not coincide with some actual authorizations. Changing communications sup- 


port requirements should be reflected in authorization documents which can 
be specifically tailored and are adaptable to new and changing concepts. 
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This manual does not affect or implement the New Manning System. 


This manual contains technical or operational information that is for official 
Government use only. Distribution is limited to U. 5. Government agencies. 


Reauests from outside the U.S. Government forr 
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ATZH. DTL, Fort Gordon, GA 30905-5070. 


Interim changes to this manual are not official unless they are authenticated 
by The Adjutant General. Users will destroy interim changes on their expi- 
ration dates unless sooner superseded or rescinded. 


